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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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AMENDMENT NO. 1 SEPTEMBER 1994 

TO 

IS 12913 : 1990 BROMADIOLONE CB — 

SPECIFICATION 

{ Page 1, clause 6 J ) — Substitute the following for Ibe existing: 

*When freshly manufactured material i a bulk quantity is offered for inspection, 
repiesentative samples of the material shall be drawn and tested as prescribed m 
fS 10627 : 1983 within 90 days of its manufacture. Wbei\ the material is offered 
for inspect J on after 90 days of its maDufaclure, sampling shall be cJone as 
prescnbed in IS 10627 : 19S3. Hoiwever, the cntena for conCotmily of the 
material when tested, shall be the limits of toletances, as appljcable over the 
declared nominal value and given xindcr clause 3,4.1 of the standard.* 



(FAD I) 



Repmgraphy Unit, BIS, New Delht^ India 



Pesticides Sectional Committee^ FAD 1 



FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards on 25 January 1990, after 
the draft finalized by the Pesticides Sectional Committee had been approved by the Food and 
Agriculture Division Council. 

Bromadiolone CB ( bait concentrate ) used as an anticoagulant rodenticide, is generally 
manufactured to contain 0'25 percent (m/m) of bromadiolone. 

In the preparation of this standard, due consideration has been given to the provisions of the 
InseciUtdes Act 1968 and the Rules framed thereunder. However, this standard is subject to the 
restrictions imposed under the Act and Rules, wherever applicable. 

For the purpose of deciding whether a particular requirement of this standard is complied with, 
the final value, observed or calculated, expressing the result of a test or analysis, shall be 
rounded off in accordance with IS 2 ; I960 'Rules for rounding off numerical values ( rsvisedy. 
The number of significant places relained in the rounded off value should be the same as that 
of the specified value in this standard. 
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1 SCOPE 

1,1 This standard prescribes the requirements 
and the methods of test for bromadiolone CB 
used in the preparation of rodent baits. 

2 REFERENCE 

2*1 The following Indian Standards are 
necessary adjuncts to this Standard: 



460 
(Part 1} 



1985 



1070 : 1977 



3190 

(Part 1 } : 1988 

12914: 1990 



Tiile 

Specification for test sieves: 
Part 1 Wire cloth test sieves 
( third revtsinn ) 

Specification for water for 
general laboratory use {sarond 

reiJision ] 

Requirement for packing of 
pesticides: Part 1 Solid pesti- 
cides ( second revision ) 



Bromadiolone^ 
Specification 



technical — 



3 REQpIR£M£NTS 

3.1 Gonstitiieiits 

3.1.1 The material shall consist of bromadiolone, 
technical^ compounded with talc or other 
suitable diluent {g}. 

3.1.2 Bromadiolone, technical used in the 
formulation of bromadiolone GB shall conform 
Lo IS 12914: 1990 

3.2 Description 

The material shall be in the form of free- flowing 
powder y devoid of lumps ahd extraneous 
impurities. 

3.3 Sieving Requirements 

When tested by the method prescribed in 12.1.2.1 
of IS 6940 : 1982, not less than 95 percent by 
dry weight of the material taken for the test 
shall pass through 75-micron IS Sieve [ see IS 4fi0 
(Part 1 ) : 1985] 

3.4 Bromadiolone Content 

3.4-1 When determined by the method prescri- 
bed in 7.1,1 of this standard and Annex A of 
IS 12914 : 1990, bromadiolone content, percent, 
( m/m ), of any of the samples shall not differ 



from the nominaJ value by more than the 
percent tolerances applied to the declared 
nominal value The tolerances shall be _ j^ 
percent of the nominal value. 

3.4.2 The average bromadiolone content of all 
samples taken shall act be less than the declared 
nominal content. 

4 PACKING 

4.1 The materia] shall be packed in paper-poly 

pouches 

5 MARKING 

5,1 The container shall bear legibly and indeli- 
bly the following information and any other 
iriformation as is necessary under the Insfciicides 
Act, 1968 and Rules: 

a) Name of the material; 

b) Indication of the source o£ raa.mifacture; 

c) Date of manufacture and date of expiry; 

d) Batch number; 

ej Active ingredient content, percent (m/m); 

f ) Net mass of contents; and 

g) The minimum cautionary notice as 
worded in Insecticides Act, 1968 and Rules. 

6 SAMPLE 

6,1 Representative samples of the material shall 
be drawn as prescribed in IS 10627 : 1983. 

7 TESTS 

7,1 'Vests shall be carried out by the mathods 
referred to in 3.2 to 3.4 and 7.1.1. 

7.1.1 Weigh accurately about 10 g of sample 
in an Erlenmeyer flask, add about 50 ml of 
methanol, shake well. Gently warm for 10 
minutes to dissolve the active ingredient and 
lilter through cotton plug. Wash twice with 
2.^ ml portions of methanol each time and 
collect the filtrate in a conical Hask. Paws the 
filtrate through G-5 sintered funnel using 
vacuum, collect in a lOO-ml volumetric flask and 
mate up the volume. Take out 2 ml of this 
solution with a pipette in a 50-ml volumetric 
flask. Follow the procedure as described 
in A-4.2a to A-4.4 of IS L2914 : 1990. Calculate 
bioinadiolone content, percent by mass, by 



I 



li UfUtlfM 

multiplying the formula given under A^ of 7Jt Qpality of Rc«;cnts 

IS 12914 : 1990 with '/* where factor '/• shaU be Unlew spedfied otherwise, pure chemicals and 

ai given below: diitiUed water (ste IS 1070:1977) shall be 

employed in tests. 

/« — i— X ^- X -^ X -^ = 25 NOTE — *Fure chetntcaU* •hall mean chemicala that do 

100 50 1 2 not contain irnpuritie* which affect the retuU of aaalr«3< 



Stmndsrd Mark 

The use of the Standard Mark is governed by the provisions of the Bunau of Indian Sutrniards 
Aa, 1986 and the Rules and Regulations made thereunder. The Standard Mark on product* 
covered by an Indian Standard conveys the assurance that they have been produced ro comply with 
the requirements oT that standard under a well defined system of inspection, testing and quality 
control which is devised and supervised by BIS and operated by the producer. Standard marked 
products are also continuously checked by BIS for conformity to that standard as a further safe- 
guard. Details of condUioos under which a licence for the use of the Standard Mark may be granted 
to manufacturers or produc«rs may be obtained from the Bureau of iDdian Standards. 



Banma of ladlsA Itoa^rd* 



BIS 11 A atatutory institution Aftabluhed under the Bureau qf Indian Standards Act^ 19B6 to promote 
harmonious development of the activitiei of standardization, marking and quality certification 
of good* and attending to conne^^ed matters in the country. 

C<»pyriyht 

BIS has the copyright of all its publications. No pan of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details^ such as symbols and sizes, type or 
grade designations. Enquiries relating to copynghT be addressed to the Director ( Publicationa ), 
BIS 

R«vUioii of Imdlan StiiiLclmr<l« 

Indian Standards are reviewed periodically and revised, when necessary and amend menis, if any^ 
are issued from time to time. Users of Indian Standards should ascertain that they are in 
possession of the latest amendments or edition. Gommenta on this Indian Standard may be sent 
to BIS giving the following reference: 

Doc: No. FADl (4090) 



i«iit» \mmumd SIisc« Publication 



Amend No. Date of Issue Text Affected 



BUREAU OF INDIAN STANDARDS 



Headquarters: 



Manak Bhavan, 9 Bahadur Shah Zafar Marg, New Delhi 110002 

Telephones : 331 01 31, 331 13 75 Telegrams : ManaJtsanstha 

( Common to all C^ces ) 

Regional Offices; 

Central : Manak Bhavan, 9 Bahadur Shah Zafar Marg fSSl 01 31 

NEW DELHI 110002 \331 13 75 

Eastern : 1/14 C.l.T. Scheme VTI M, V.I. P. Road, ManiktoU 37 86 62 

CALCUTTA 700054 

Northern : SCO 445-446, Sector 35-C. CHANDIGARH 160036 2 18 43 

Southern : C.LT. Campus. IV Gross Road, MADRAS 600113 41 29 16 

Wertern : Manakalaya, £9 MIDC, Marol, Andheri (East) 6 32 92 95 

BOMBAY 400093 

Branches : AHMADABAD BANGALORE. BHOPAL. BHUBANESHWAR. 
COIMBATORE. FAR ID AB AD. GHAZIABAD. GUWAHATI. 
HYDERABAD JAIPUR. KANPUR. PATNA. THIRUVANANTHAPURAM, 



Printed «t Arcee Pr^, New Dellii. Iwlia 



